ST.  AUGUSTINE  CATHEDRAL.  BRIDGEPORT,  CONN. 

Parish  established  in  1843  -  3rd  Roman  Catholic 
Church  in  Connecticut.  Present  edifice  erected  in 
1864.  Made  cathedral  of  the  Bridgeport  Diocese 
Sept.   2,  1953. 
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